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Cake may be sampled also by a trier. Copra cannot
be sampled by trier. Sufficient sacks are opened and
sample withdrawn by hand. It is a wise precaution
to dump a number of the sacks and take part of the
sample from the bottom of the sack.
The whole object of sampling is, of course, to get a
sample in which all the various components will be
represented in the same proportion in the sample as in
the material being sampled. Too hard and fast rules
can not be laid down for sampling methods; judgment
and common sense must always be used. Sampling
should never be entrusted to inexperienced men. The
sampler must know the material he is sampling in order
to secure an accurate sample. He must be able to
decide on the best method of sampling when he arrives
at the lot to be sampled. Oftentimes the manner in
which a lot is stored on dock or in warehouse influences
very much the manner in which the lot is to be sampled,
and the sampler must be a man of sufficient judgment
to work out a practical and at the same time as accurate
a method as possible under the special conditions.
In almost any of the above methods of sampling from
one gallon up to several gallons will be accumulated
in the composite sample. This amount is generally
larger than is needed for the sample. It is thoroughly
mixed and the final sample taken out. When sending a
sample to a chemist for analysis it is best to send at
least a pint or quart. The practice of sending only a
4-ounce bottle is not good, as many times it does not
afford the chemist sufficient oil for the required deter-
minations.
Generally part of the sample taken is put in storage